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Message Text 

UNCLASSIFIED 

PAGE 01 DACCA 06342 270348Z 

65 

ACTION MED-03 

INFO OCT-01 NEA-10 ISO-OO /014W 

038610 

P R 240501Z DEC 75 
FM AMEMBASSY DACCA 

TO 1 1TH USAF HOSPITAL UTAPAO AFLD THAILAND/S GL PRIORITY 
INFO SECSTATE WASHDC 9192 

UNCLAS DACCA 6342 

E.O. 11652: N/A 
TAGS : AMED 

SUBJECT : EXCESS MED SUPPLIES - NON REIMBURSABLE BASIS 


REFERENCE : R 230600Z DEC 75 ZEX 

PLEASE SUPPLY: 

1. 6505-00-153-8379 EUGENOL USP 1 OZ. 7 

2. 6505-00-153-9748 INSULIN PROT ZINC U-40 2 

3. 6505-00-159-4463 CARBENICILLIN DISCOD 5 VM 36 

4. 6505-00-290-6031 TEST KIT BILIRUBIN DETER 4 

5. 6505-00-299-8608 OXYTETR-PLAY OPH OINT 108 1 

6. 6505-00-299-9661 ISOPROOERENOL INH 10CC 20 

7. 6505-00-299-9674 ISONIZID TAB 100 MG 100S 20 

8. 6505-00-559-6859 TEST PAPER GLUCOSE 10 TEST 20 


9. 6505-00-582-4679 PILOCARP OPH SOL 2 PERCEN 15CC 5 

10. 6505-00-582-5182 LODOCAINE HCL INJ. 1 PERCENT 20 CC 5 S 5 

11. 6505-00-597-5841 STREPTOK-STREP INJ 1 S 6 
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12. 6505-00-619-8620 NITROGLYCER TAB 0.6MG 100S 10 

13. 6505-00-656-0483 ERYTHRONYCIN INJ IGM 5CC 2 

14. 6505-00-817-2226 OXYTOCIN INJ USP 12S 1 

15. 6505-00-817-2630 QUINACRIME TAB 100MG 500S 1 

16. 6505-00-890-1385 TEST KIT LACT DEHYD 10S 3 

17. 6505-00-926-9083 ATROPINE INJECTION 2 MG 20 

18. 6505-00-935-3998 BLD GROUP ANTI AB 50 Ml 2 

19. 6505-00-935-6568 POT PERMAN TAB 0.3 GM 100S 10 

20. 6505-00-982-4229 WARFARIN SOD TAB 5 MG 100S 1 

21. 6505-00-982-5429 METHEN AMINE MANDELATE TAB 1 

22. 6810-00-146-3740 SULFANILIC ACID 2 

23. F007-1 11-0552 CHLOROMYCETIN OPHTH OINT 20 

24. F008-50A-KT05 TINACTION POWDER. 

CHESLAW 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DACCA06342 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750448-0265 
From: DACCA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751212/aaaaakiy.tel 

Line Count: 87 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 JUN 2003 by ReddocGW>; APPROVED <30 JAN 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : EXCESS MED SUPPLIES - NON REIMBURSABLE BASIS 
TAGS: AMED, BG 
To: n/a 
Type: TE 
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